Arlington Town Meeting — Motion to Amend 


ARTICLE NO. 16 Dated: May 6, 2022 


|, Lenard Diggins, do hereby submit the following Motion to Amend Article 
16: 


To amend the recommended vote of the Select Board by making the following changes 
to Title V, Section 12 of the Town Bylaws: 


Add to Section D (2) as follows: 

“(g) Post-Transition Electric Leaf Blower Regulation 

Following the transition periods set forth in 2(a) and 2(d) of this section, electric 
powered leaf blowers may be operated by all users at the following times during the full 
calendar year: 


(i) Monday — Friday, 7:30 am — 6 pm; 
(ii) Saturdays, Sundays and legal holidays, 8 am — 4 pm.” 


Comments/Rationale 


This amendment explicitly defines the permitted times at which electric- 
powered leaf blowers can be operated after the transition period. 


Respectfully submitted, 
Lenard Diggins, Precinct 3 


